DEWEY POST CARD CO., DEWEY, OKLA. 


Length of dam 5680 ft., height 150 ft., length 2 
of lake 60 miles with 1000 miles shoreline. £ 
A playground of four states. Power plant ^ 
capacity 200,000,000 KWH. Four 20,000 h. p. < 
turbines, four 16,000 KVA generators. 
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Grand River Dam and Lake, Northeastern Oklahoma 
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